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AWRI plant virus elimination services agreement 


This Agreement is made between the Client and the Australian Wine Research Institute Ltd (AWRI) in accordance with 
the following details and the AWRI’s terms and conditions. 


Client details 





COoMpPany MAME!  aieseasieninciiastiensiaiaaiadns ABN:  <aieesiieieshivcsdeited ainda EE 
COMTACE pEr: — ssena Taa ssaevsissnaaasantvaees EMANS rerne e E EE 
Mobile: scsidasesraceusvieysesnasneractsatieseeivossdeaceseassveasuacnarncevece Telephone: - seiscsesesszexsssesshesieavesaznevaeuodseseseitevesbextasenests 
Address: atre n eE AEEA E E a T EE crore 


Once samples have been received, Customer Services will contact you to arrange for payment for the selected analysis 


AWRI details 


The Australian Wine Research Institute Ltd 
ABN 83007558296 

PO Box 197 

Glen Osmond SA 5064 


Services summary 


Refer to the AWRI virus elimination fact sheet for information on the service provided and how to submit 
samples. 





AWRI reference number [for office use only] 


Sample details 


Total number of varieties: — .......ceeeeeee 


No. of virus free 


Virus status Certificate number 














Variety : : i plants requested (see Comments 
(if known) ETI IEL) fees and payment) 
1. 
2. 
3. 
4. 
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5. 
Fees and payment 


List price: $3,000 per sample (excl. GST) for one virus-free plant returned plus $600 (excl. GST) 
for each additional plant requested from that same sample 


Fee (eX GST) senoressa nananana 
[insert total price or agreed rate with quote number if appropriate] 


Payment schedule: 
50% Up-front payment prior to commencement of virus elimination work 


25% After treatment in tissue culture is complete and virus removal is confirmed by PCR 
[approximately 6 - 12 months after submission] 

25% After treated and virus-free plantlets are provided back to the client 
[approximately 12 - 24 months after submission] 


Once samples have been received, Customer Services will contact you to arrange for payment for the selected analysis 
according to the AWRI’s terms and conditions. 





Sample delivery 





Courier and hand delivery address: Postal address: 

The Australian Wine Research Institute The Australian Wine Research Institute 
Wine Innovation Cluster PO Box 197 

Corner of Hartley Grove and Paratoo Road Glen Osmond SA 5064 

Urrbrae SA 5064 AUSTRALIA 

AUSTRALIA 

Attention: 


Applied Biosciences 
Phone: +61 8 8313 6600 


Email: commercialservices@awri.com.au 


AWRI contact 


Legal Technical 

Dr Eric Wilkes Dr Amy Rinaldo 

Group Manager - Commercial Services Manager - Applied Biosciences 

The Australian Wine Research Institute The Australian Wine Research Institute 
Phone: +61 8 8313 6600 Phone: +61 8 8313 6600 

Email: eric.wilkes@awri.com.au Email: amy.rinaldo@awri.com.au 





N 
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Special conditions 


Methods and limitations 


1. One hardened-off plantlet from each virus-eliminated variety will be provided to the client unless extra 
plants are requested at additional costs (see Fees and payment). 


2. Due to the limit of detection, very low virus titres in treated plantlets may not be detected. It is therefore 
important that plants returned to clients are retested after two dormancies to confirm their virus-free status. 
The virus elimination process is not complete until after this final test. If a positive test is returned at this 
stage, for viruses present in the initial sample, then virus elimination will need to be repeated (at no 
additional cost). Tissue culture material will be maintained until this final virus test. 


3. Grapevine rupestris stem pitting-associated virus (GRSPaV) is present in almost all grape varieties. We do 
not guarantee the removal of this virus. Once the plants are established in the field, GRSPavV is detectable 
by PCR in symptomless plants. 


4. Since mealybugs and scale insects are the vectors of most grapevine viruses, these may re-infect young vines 
in the vineyard. Annual testing of mother blocks is recommended. 


5. No guarantee is made of elimination of viruses outside of the complete virus screen list (see Grapevine virus 
testing fact sheet). All virus-eliminated material is tested using the standard screens of the AWRI virus testing 
service. If a virus outside of these screens is of concern, please contact the AWRI for further information and 
options. 








Terms and conditions 


The agreement and your acceptance thereof are subject to the AWRI's standard terms and conditions. 





This document and the AWRI’s terms and conditions will constitute an agreement between you and the AWRI. 





For information on how the AWRI handles your personal information please refer to the Privacy Policy and 
Credit Information Management Policy. 
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